About 3 or 4 weeks before I was fired on
a Saturday evening on 2nd shift, Gus Robbins
asked if I had any inside training or worked
inside before.  I told him no.  He told me to
go get a light and hard hat and go inside.  I
did not answer him right away.  One of the
workers told me if I wanted to keep my job I
better go inside the mine and work so I did.
This left no one outside that night to answer
the phone or anything.  I worked 9 or 10 hours
inside that night with the electrician.  I
came outside about 2 or 3 a.m. with one of the
ram car drivers to throw the disconnects in
with a hot stick.  The power was off most of
that night inside the mines.  I thought that
was the last and only night I would have to go
inside and work.  I was not hired as an inside
coal miner.  This inside mining work made me
nerves (sic) and worried me.

Testimony Presented by the Complainant

Complainant Gary Hensley testified that.on July 13, 1985r
he reported for work on the second shift and was advised by
foreman Don Curtis that Mr. Cletis Robbins wanted him to go in
the mine and work that evening.  Mr. Hensley told Mr. Curtis
that he did not care to work inside the mine because he had no
underground training or experience.  He reminded Mr. Curtis
that he was hired to work outside the mine answering the mine
phone or doing what was needed on the outside.  Mr. Hensley
confirmed that he then spoke with Mr. Robbins and told him
that he did not care to go underground to work, and that
Mr. Robbins responded "Well, go home.  You're fired" {Tr.
11-12).

Mr. Hensley stated that a month or so prior to his dis-
charge Mr. Robbins asked him if he had any underground experi-
ence or training and that he told him that he .did not.
Mr. Hensley stated that he had not previously worked around
coal mines and that his job with the 'respondent was his first
mining job.  He confirmed that he had driven a coal truck
since he was 18 years old (Tr. 12).

Mr. Hensley stated that on one prior occasion before his
discharge he did work underground at Mr, Robbins1 request,
and that this was the same night that Mr. Robbins asked about
his training.  Mr. Hensley stated that he worked underground
that night because he needed the job and was afraid of being
fired.  He confirmed that no coal was being mined that night
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